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[Abstract:] Supt. authorized to purchase a new 10,000 oz. Balance for the Coining Room... 542 
P 


Treasury Department, 

Office of the Director of the Mint, 
Washington, D.C., 

June 1, 1881 


A. Loudon Snowden Esq. 
Superintendent U.S. Mint 
Philadelphia Pa. 


Sir: 


Referring to your letter of the 26th ultimo calling attention to the unreliable condition of 
the large Balance in your Coining room and requesting authority to purchase a new one from 
Meprs. Troemner & Co. similar to that furnished by them to the New York Assay Office, with a 
capacity of 10000 ounces and sensibility of .01 of one ounce, at a cost not to exceed $1200, 
payment for the same to be made from the Appropriation for the Coinage of Standard Silver 
Dollars.” I have to state that as the Balance now in use appears to have broken down under the 
strain incident to the coinage of silver dollars you are here by authorized to procure a new one, at 
cost not exceeding $1200, and to pay for the same from the appropriation referred to. 


Very respectfully, 
Horatio C. Burchard 
Director. 


